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I  INTRODUCTION 


A  major  objective  in  understanding  the  geophysical  environment  is 
to  identify  the  distribution  of  ionization,  electric  fields,  and  electric 
currents  in  the  high-latitude  ionosphere.  The  spatial  distribution  of 
ionization  is  of  interest  because  it  affects  the  propagation  of  HF  radio 
waves  along  tranaauroral  paths.  Electric  currents  can  heat  the  atmosphere 
through  joule  dissipation,  can  change  the  orientation  and  intensity  of 
the  geomagnetic  field,  and  may  be  the  source  of  ionospheric  irregularities 
that  affect  communication  systems. 

Although  many  general  features  of  the  high-latitude  ionospliere  have 
been  established,  we  have  only  a  rudimentary  understanding  of  how  the 
electron  density,  electric  field,  and  electric  currents  are  organized 
as  a  total  system  and  how  they  are  related  to  other  magnetospheric  and 
auroral  parameters,  lliis  report  presents  tiie  results  of  an  investigation 
of  the  high-latitude  ionosphere  by  comparing  radar  and  satellite  observa¬ 
tions.  Measurements  of  tlie  elec-trical  properties  of  the  ionosphere  have 
been  made  by  the  incoherent-scatter  radar  at  Chatanika,  Alaska,  simul- 
taneouslv  with  measurements  bv  instrumentation  on  the  Air  Force  Sl-2 
satellite.  I'he  ultimate  objective  of  a  coordinated  analv'sis  of  these 
simultaneous  satellite  and  radar  measurements  is  to  reconstruct  the  con¬ 
figuration  of  the  eli'ctric  field,  currents,  and  conductivity  at  high 
latitudes  and  to  deduce  the  pattern  of  these  parameters  in  relation  to 
ionospheric  features  such  as  the  diffuse  aurora,  discrete  auroral  arcs, 
and  the  plasma  trough.  A  previous  report  (Vondrak,  1979)  described 
CiiatanIka/S3-2  coordinated  measurements  made  during  1976  and  1977.  At 
tile  time  that  report  was  written,  the  full  set  of  81-2  satellite  data 
was  not  available  for  comparison  with  the  radar  data.  This  report 
priseiits  the  detailed  comparison  of  satellite  and  radar  data  for  two 
p/i  during  lebruarv  1976  that  were  described  in  the  previous  re]iort. 

Thesi.'  two  passe  v.'erL’  selected  i'ecaiise  tbev  are  geopiivs lea  I  1  v  interesting 
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and  wl'11  suited  for  a  comparat  ivi-  analysis.  I'liev  were  pr  em  i  dni  ghc  passes 
during  which  Llie  eciuaturward  edge  of  the  diffuse  aurora  was  near  Chatanika 
furthermore,  tlie  hhatanika  radar  was  operated  in  an  ei eva t ion-scan  mode 
that  determined  the  1  ititudinal  variation  of  ionosplit‘r  i  c  eiectrical 
p.irameters.  iiie  next  section  of  tiiis  report  gives  a  detailed  coiuparison 
and  interpretation  i>!  tiie  simultaneous  measuremenl .. . 

from  .lanuar'.  iy’/8  to  March  1978  Chatanika  operations  were  coord  i  n, a  ted 
with  intensive  S3-2  oiierations  lie!  oti'  the  sateiliti's  reentry.  ihe 
Chatanika  measurements  during  that  period  are  described  in  the  third 
section  el  this  rejiorL. 
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II  MEASUREMENTS  OK  THE  PREMIDNICHT  IM  KKUSK  AU.ii:.A 


A .  Measurements  During  Revolution  1031  on  17  Kehruarv  1976 

Figure  1  shows  the  S3-2  groundtrack  over  Alaska  during  Revolution 
1031  on  17  February  1976.  At  approximately  0728  Ui  (2000  MET)  the  satel¬ 
lite  crossed  the  latitude  of  Chatanlka  at  an  altitude  of  about  300  km. 

1 .  Chatanika  Radar  Measurements 

During  the  evening  of  17  February  1976,  the  radar  was  generally 
operated  in  an  elevation-scan  mode  (Elscan)  with  occasional  fixed-position 
(FP)  measurements  to  the  northeast  and  to  the  northwest  at  an  elevation 
of  60°.  The  last  complete  elevation  scan  prior  to  the  S3-2  pass  was  made 
from  0701:28  to  0716:34  UT.  A  partial  scan  was  made  from  0716:39  to 
0721:06  UT.  The  radar  was  pointed  to  the  northeast  from  0722:36  to 
0728:26  UT  and  to  the  northwest  from  0731:37  to  0736:37  UT.  The  antenna 
was  pointed  in  the  directions  listed  in  Table  1  during  and  near  the  time 
of  the  S3- 2  pass. 


Table  1 

ANTENNA  MODES  DURING  REVOLUTION  1031 


Time 

(UT) 

Mode 

Azimuth 

(degrees) 

Elevation 

(degrees) 

0701:28  to  0716:34 

Elscan 

29 

155  to  15 

0716:39  to  0721:05 

Elscan 

29 

15  to  60 

0722:36  to  0728:26 

FP 

74 

60 

0731:37  to  0736:37 

FP 

344 

60 

0737:37  to  0748:25 

Elscan 

29 

60  to  155 

0748:25  to  0803:31 

Elscan 

29 

155  to  15 
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BARROW 


The  spatial  variation  of  electron  densitv  measured  duriiiK  tlie 


elevation  scan  from  0701:28  to  0716:34  UT  is  shov^  in  l-igure  2.  In  this 
figure,  as  well  as  tlie  other  contour  plots  in  this  reptirt,  the  electron 
density  is  shown  as  a  function  of  altitude  and  geomagnetic  invariant 
latitude.  Oeomagnet ic  field  lines  are  vertical  in  su h  a  representation. 

The  equutorward  edge  of  t)ie  diffuse  aurora  is  visitili.'  c'verhead  at  Che'anika, 
with  F.-region  ionization  increasing  at  greater  distances  nortii.  An 
auroral  arc  is  possibly  present  at  the  nortliern  iiorizon  (69  latitude). 
Features  of  interest  in  tlie  F-region  (above  200  km)  include  regions  of 
structured  ionization  over  the  equatorward  edge  of  tlie  diffuse  aurora. 

Also  apparent  is  the  poleward  displacement  of  200  km  (2  of  latitude) 
between  E-region  ionization  and  the  comparable  density  of  ionization 
in  the  F-region. 

The  trajector>’  of  the  S3-2  satellite  projected  into  the  Chata- 
nika  meridional  plane  is  indicated  in  Figure  2.  Tlie  satellite  moved 
northwards  at  an  altitude  of  about  300  km. 

The  temporal  stability  of  the  auroral  ionization  can  be 
determined  from  successive  radar  measurements.  As  indicated  in  Table  1, 
the  radar  was  in  a  f i.xed-position  mode  during  the  S3-2  pass  at  0728  UT. 
Approximateli'  11  min  after  the  satellite  pass,  the  partial  scan  shown 
in  Figure  3  begun.  Tills  scan  was  followed  by  a  horizon-to-horizon  scan 
between  0748:25  UT  and  0803:31  UT  (Figure  4).  Tlie  E-region  contours 
(80-  to  200-km  altitude)  are  similar  in  bc>th  magnitude  and  latitudinal 
location  in  the  tliree  scans  shown  in  Figures  2  to  4.  The  only  con¬ 
spicuous  change  during  tills  period  occurs  in  tlie  F-region.  The  equator- 
ward  boundar\’  of  enhanced  ionization  moves  southward  between  the  end  of 

the  scan  in  Figure  2  and  that  in  Figure  3.  For  example,  at  an  altitude 

4  -3 

ot  300  km,  the  soutliernmost  boundary  of  ionization  exceeding  4  x  10  cm 
is  at  66.6^  geomagnetic  latitude  in  Figure  2,  and  at  65^^  in  Figure  3. 

Figure  5  sliows  the  latitudinal  variation  of  conductivity, 
electric  field,  and  electric  current  during  tiie  first  full  scan  after 
tile  satellite  pass.  Tlie  electric  field  was  measured  in  tlie  trough  to 
the  south,  liut  accurate  determination  of  its  value  is  not  possible 
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FIGURE  2  SPATIAL  VARIATION  OF  IONIZATION  MEASURED  DURING  THE  ELEVATION  SCAN  BETWEEN  0701:28  AND 
0716:34  UT  ON  17  FEBRUARY  1976.  Contours  of  ionization  are  at  intervals  of  0.2  x  10®  cm"^.  The  trajectory 
of  the  S3-2  satellite  is  also  indicated. 
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FIGURE  4  SPATIAL  VARIATION  OF  IONIZATION  MEASURED  DURING  THE  ELEVATION  SCAN  BETWEEN  0748:25  AND 
0603:31  UT  ON  17  FEBRUARY  1976 
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FIGURE  5  LATITUDE  VARIATION  OF  CONDUCTIVITY,  ELECTRIC  FIELD,  AND  ELECTRIC 
CURRENT  MEASURED  DURING  THE  ELEVATION  SCAN  BETWEEN  0748:25  AND 
0803:31  UT  ON  17  FEBRUARY  1976 


because  of  the  small  electron  density  there.  The  error  bars  given  for 
the  electric  field  and  current  are  based  on  a  conservative  estimate  of 
the  accuracv  of  the  radar  measurements  of  plasma  velocity.  Tlie  actual 
experimental  errors  are  probably  smaller,  as  indicated  by  the  general 
regularity  of  the  data.  In  the  diffuse  aurora  the  electric  field  was 
primarily  norttiwards  and  the  current  was  directed  to  the  northeast. 

2 .  S3-2  Plasma-Density  and  Temperature  Measurements 

Figure  6  sliows  the  thermal  electron  measurements  made  by  the 
spherical  Langmuir  probe  on  the  S3-2  satellite  when  it  crossed  the  region 
near  the  geomagnetic  latitude  of  Chatanika.  These  plasma-density  measure¬ 
ments  have  been  corrected  for  effects  of  the  satellite  potential. 

For  comparison,  we  also  show  in  Figure  6  the  latitudinal 
variation  of  electron  density  at  290  km  measured  by  the  Chatanika  radar. 
These  densities  were  measured  with  a  320-ps  pulse,  which  has  a  spatial 
range  resolution  of  48  km.  The  radar  measurements  have  been  corrected 
for  the  plasma  effects  described  in  tlie  previous  report  (Vondrak,  1979). 

The  radar  measurements  generally  exceed  the  Langmuir  probe 
measurements  by  a  factor  of  2  in  the  trough  and  more  than  a  factor  of  4 
in  the  diffuse  aurora. 

In  an  attempt  to  reconcile  these  two  data  sets,  we  compared 

them  to  the  plasma  density  inferred  from  the  ion  drift  meter  on  S3-2. 

This  experiment  consists  of  two  arrays  of  four  passive  thermal  ion 

2 

sensors,  each  witli  a  circular  aperture  area,  a,  of  6.82  cm  .  The  ambient 
plasma  density,  n,  can  be  computed  from  the  ion  current,  I,  when  tlie 
sensors  rotate  into  the  ram  direction  (F.  Rich,  private  communication). 

In  that  case, 

n(cm'^)  =  -  =  1.5  X  10^^  1(A) 

6  •  3  •  £  •  V 

where  e  is  tlie  electron  charge,  l  is  tlie  transmission  efficiency  (78%), 
and  V  is  the  satellite  velocity  (7.8  km/s).  Examples  of  the  ion  current 
measured  by  the  ion  drift  meter  sensors  over  Cliatanika  are  shown  in 
Figure  7. 
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The  plasma  density  computed  from  the  drift  meter  current  Is 

shown  in  Figure  6.  The  measurements  in  the  trough  agree  well  with  the 

Chatanika  radar  measurements.  Also  similar  enhancements  are  seen  in 

the  diffuse  aurora;  in  both  data  sets  the  density  increases  from  about 
4-3  5-3 

2  X  10  cm  to  10  cm  in  a  latitudinal  distance  of  about  180  km. 

This  increase  Indicates  a  northward  gradient  in  plasma  density  of  about 

_3 

440  electrons  cm  /km.  The  only  difference  between  the  radar  and  ion 
sensor  data  is  an  approximate  1°  latitudinal  shift  in  the  location  of 
the  equatorward  edge  of  the  enhancement  at  satellite  altitude.  This 
difference  is  not  an  artifact  of  the  methods  used  to  calculate  geomag¬ 
netic  latitude  from  geographical  coordinates.  The  methods  used  at  SRI 
and  at  the  Air  Force  Geophysics  Laboratory  (AFGL)  agree  to  within  0.2° 
in  latitude  (20  km). 

This  discrepancy  in  the  equatorial  boundary  of  the  ionization 

enhancement  is  thougtit  caused  by  the  equatorward  motion  of  the  F-region 

during  the  19  min  separation  between  the  two  measurements.  Evidence 

for  this  motion  is  found  by  examining  the  temporal  variations  in  the 

radar  measurements.  ,A  comparison  of  the  ionization  contours  along  the 

satellite  trajectory  in  Figures  2  and  3  shows  that  the  F-region  above 

the  diffuse  aurora  moved  southward  just  before  the  satellite  pass.  In 

the  fixed  position  between  0722:36  and  0728:26  UT,  during  the  satellite 

pass,  the  radar  measurement  at  the  290-km  altitude  was  at  an  invariant 

latitude  of  66.0°.  The  ionization  at  this  altitude  varied  between  7.0 
4  -3 

and  8.6  X  10  cm  ,  with  the  largest  value  recorded  between  0727:41  and 
0728:26  UT.  These  values  are  indicated  in  Figure  8  along  with  the 
latitudinal  measurements  made  during  the  two  partial  scans  just  before 
and  after  the  satellite  pass.  The  F-region  was  displaced  southward 
between  0716  and  0722  UT,  and  later  radar  measurements  agree  well  with 
the  simultaneous  ion-dr if t-meter  data.  The  reason  for  this  disagreement 
between  the  Langmuir  probe  measurements  and  the  measurements  by  the  radar 
and  ion-drift  meter  is  uncertain.  It  may  result  from  an  aliasing  of 
the  data  by  a  vehicle  potential  systematically  more  negative  (by  approxi¬ 
mately  0.2  V)  than  that  calculated  from  the  swept  voltage  data  (F.  Rich, 
private  communication). 
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i  iio  ion  and  L'lL-c;lron  ti'iiipcraLnrus  lan  bi.'  dLriv<.'ii  iron  lIil- 
i  nco'nereii  t -rfca  t  L  er  ineasurfiiii-'nts  at  nutnliitn  altitude.  liin  i  uno  r,i)iic;  r  i  i: 
t-emiH-raturo  moasurenn-nL^^  roiiuirc  a  lon^',cr  i  nt  lai  t  t  in.f  tiian  Lin.- 
tioin-^iL'.  inoasurnmcnLs,  so  roJ  iabln  v;iluos  arc  ul:l^iiiu‘d  onl;  '.■.iiilo  tii^-  radar 
is  in  a  l  ixod  position  durini;  this  pass.  Ik-tivoeii  (J7db;iP  and  n728:'36  I’l  , 
Liio  radar  iiusasiironients  in  tlio  48-kiu  Itnig  range  gate  CL-ntored  al  Liio 
28n-km  altilude  indioatod  lliat  the  electrons  and  ions,  '.■.arc  i  so  t :  .l  rria  1 
wit!,  a  tempera Lurs'  ol  48(1'  l.lj  .  A  similar  result  was  ionnd  in  tiie 
fixed  positic.n  to  t!ie  northwest;  both  locations  cs'rresi'ond  to  ,i  l.ititiide 
of  about  hb  .  file  SJ-2  spherical  l.angmuir  iirolie  iiieasnrL'd  electron  tem¬ 
perature  ever;.'  12  s.  fin.-  electron  temperatures  near  (diatanika  ware 
2402  K  at  h-4 , 9  latitude,  22-Vl  K  .it  (>6.6  latitude,  and  1871  K  at  67  .  .5 
latitude.  !\'h\'  the  satellite  Langmuir  probe  measurements  indicate  tem¬ 
peratures  so  much  larger  than  radar  measurements  is  nnknowTi. 

1 .  Sl-2  Electric- lield  .Measurements 

The  primary  electric-field  monitor  on  the  S3-2  satellite  was 
a  27.4-m  dipole  in  the  spacecraft  spin  plane.  The  component  of  tlic 
electric  field  in  the  tr;i,)ectory  plane,  referred  to  as 
hert',  Lj,,  is  determitied  from  the  variation  of  the  measured  potential 
betWLeii  the  spinning  dipole. 

in  i'igure  9  shows  the  latitudinal  variation  I'f  Kj,  comparL-d  with 
the  nearlv  simultaneous  measurements  of  the  vccLor  electric  field  h'.'  tiie 
Cliatanika  radar.  Tiie  agreement  is  reasc'nahlc  good  between  tin.'  twii 
measuring  Lechni<iues  in  the  region  of  simultaneous  me.asurements .  lor 
example,  in  tlie  diffuse  aurora  between  66  and  68'  latitude,  tlie  r.idar- 
measured  electric  field  was  about  25  mV/m  and  directed  northtc.ard.  In 
this  region,  the  angle  between  tlie  satellite  velocity  vector  and  the 
geomagnetic  meridian  was  about  45",  so  that  projection  of  the  electric- 
field  vector  onto  the  trajectory  plane  was  about  20  mV/m. 

rhe  satellite  data  show  that  the  northward  electric  field 
extended  at  least  2  eejuatorward  of  the  diffuse  aurora.  Also  the  elec¬ 
tric:  field  appears  to  inert-ase  near  the  auroral  .arc  ;it  69  latitude. 
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A .  S3-2  MaRnetlc-Fleld  Measurements 

The  magnetic  field  was  measured  on  the  S3-2  spacecraft  by  a 
triaxial  fluxgate  magnetometer.  Nominally,  one  axis  of  the  magnetometer 
is  parallel  to  tlie  satellite's  spin  axis  and  the  other  two  axes  are  in 
the  spin  plane.  The  primary  use  of  the  vector  magnetic-field  data  is  to 
determine  the  location  and  magnitude  of  electric  currents  flowing  paral¬ 
lel  to  the  earth's  magnetic  field  (field-aligned  currents). 

The  magnetic-field-perturbation  components  measured  near 
Chatanika  on  Revolution  1031  are  shown  in  Figure  10.  The  general  pat¬ 
tern  of  the  east-west  perturbations  is  an  eastward  deflection  of  about 
200  nT  in  the  latitudinal  Interval  of  64.5^  to  68.8°  and  a  return  to 
baseline  near  70°.  The  eastv^;ard  magnetic  field  has  a  gradient  of  about 
0.17  nT/km  in  the  diffuse  aurora  over  Chatanika.  The  magnetic-field 
gradient  is  related  to  the  field-aligned  current  by  the  expression 


V  X  B  =  p  j 
o 


or 


TT  "  'o  ^11 


wiiere  X  and  y  are  magnetic  east  and  nortli  and  is  the  vertical  cur¬ 

rent.  We  have  assumed  that  there  are  no  eastward  derivatives  of  the 
iiorizontal  current.  Witli  this  relationship,  we  find  that  the  field- 
aligned  current  intensity  above  the  diffuse  aurora  is  about  0.14  pA/m^, 
directed  downward. 


by 


The  field-aligned  current  is  related  to  tlie  horizontal  current 


This  implies  that 


V  •  _j  =  0 


-’ll 
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or 


With  this  assumption,  the  latitudinal  variation  of  the  horizontal  closing 
current  is  shown  in  Figure  11.  Reasonably  good  agreement  with  the  north¬ 
ward  current  is  found  within  the  diffuse  aurora. 

5 .  S3-2  Energetic  Electron  Measurements 

Electrons  with  energies  between  0.08  and  17  keV  were  measured 

by  a  parallel  plate  electrostatic  analyzer  (ESA)  on  S3-2.  The  instrument 

-5  2 

geometric  factor  was  4.68  x  10  cm  -sr,  with  a  AE/E  of  0.419.  The 
instrument  produced  a  32-point  energy  spectrum  only  a  second.  The  one- 
count  sensitivity  of  the  instrument,  including  channeltron  efficiency, 
is  sho\im  in  Figure  12  (D.  Hardy,  private  communication). 

Examination  of  the  electron  flux  measurements  near  Cliatanika 
showed  no  indication  of  the  diffuse  aurora  disceriiable  above  the  in¬ 
strument  background  of  approximately  two  counts  pe*"  channel.  This 
insensitivity  to  the  electron  fluxes  in  the  diffuse  aurora  is  apparently 
caused  by  the  small  geometric  factor  of  the  ESA.  To  evaluate  tlie 
instrument  sens  i  t  i  v  i  t  ,  we  computed  the  ionizalic'ti  profile  produced  b\' 
an  electron  beam  with  an  eiK-rgc  spei-trum  tlie  same  as  the  detector  one- 
count  sensitivity.  As  shown  in  Figure  13,  profiles  were  ('alculnted  boiii 
for  an  electron  beam  having  onlv  the  energv  range  of  the  F.SA  and  for  a 
beam  tliat  has  a  distribution  extending  to  50  keV.  Both  profiles  have 
E-region  densities  much  greater  tlian  tliose  observed  in  the  d  if!  use 
aurora.  Therefore,  it  is  not  surprising  tliat  no  signature  of  the 
diffuse  aurora  was  apparent  in  the  ESA  data  near  Cliatanika.  .As  a  result, 
the  rada  r- ion  i  za  t  i'.in  measurements  and  the  satellite  electron-flux  data 
could  not  be  compared. 


ELECTRON  FLUX  —  cm  -s'  -sr'  -keV 


FIGURE  13  ALTITUDE  PROFILE  OF  IONIZATION  THAT  WOULD  BE  PRODUCED  BY  AN 

ELECTRON  SPECTRUM  IDENTICAL  TO  THE  ONE-COUNT  SENSITIVITY  OF  THE 
ELECTRON  DETECTOR  ON  S3-2 
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1.  (di.it.in  i  ka  Radar  'K-.i.-ii rfiiien t 

'kirii'.,’.  till  Sl-d  pass  on  2'>  Kobruar'.  1976  tbo  ChatanLka  radar 
'..  1  .  ' 'o !  ,i  t  >.  al  ill  a  ^A'litiniKHi'  scan  ht.‘twi.-on  the  gcomagnot  i  c  zenith  and  the 

III  rtiarii  iiorizon.  I'iie  K-revtion  (the  lOO-km  altitude)  latitudinal  extent 
ai  ti,'.'  'll.', Ill  limits  is  >,ho'.\'u  in  !'ii.',ure  14. 

I'iie  latitudinal  variation  ot  tlie  electron  density  measured 
during  tin.'  elevation  scan  prior  to  tlie  S3-2  pas.s  is  .shown  in  Figure  15. 

The  ma  i  ;  trough  wa.s  overhead  at  Cliatanikti  and  the  equatorward  edge  of 
tile  difluse  aurora  was  about  100  km  north  of  Cliatanika.  The  S'3-2  trajec- 
tor'  is  also  indicated  in  tlie  figure. 

The  temporal  st.'.hility  of  the  auroral  ionization  can  be 
dcicnniiied  f>:i  comparing  the  measurements  in  Figure  5  with  those  during 
tile  iie.xt  two  scans  (Figure  16  and  17).  It  c;in  bo  seen  that  the  ionization 
morpiio  log;,  is  quite  stLculv  during  the  26-min  iicriod  centered  around  the 
satellite  pass,  in  both  the  E-rogion  and  the  F-region. 

■file  latitudinal  variation  of  the  ionospheric  conductivity, 
electric  field,  and  electric  current  during  the  scan  simultaneous  with 
the  S'3-2  pass  are  sliown  in  Figure  18.  Both  the  electric  field  and  the 
electric  current  were  directed  northeastward.  There  were  large  gradients 
in  the  conductivities  and  both  components  of  the  electrojet  at  the 
ecjuatorward  edge  of  the  diffuse  aurora. 
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FIGURE  14  S3-2  GROUND  TRACK  DURING  REVOLUTION  1144  ON  25 

latitudinal  extent  of  Chatanika  radar  E-region  measurements  at 


DISTANCE  north 


FIGURE  15  SPATIAL  VARIATION  OF  IONIZATION  MEASURED  DURING  THE  ELEVATION  SCAN  BETWEEN  0807:09  AND 
0815:56  UT  ON  25  FEBRUARY  1976.  Contours  of  ionization  are  at  intervals  of  0.2  x  10®  cm*^.  TTie  trajectory 
of  the  S3-2  satellite  is  also  indicated. 


SCAN  BETWEEN  0816 


DISTANCE  north  OF  CHATANIKA 


FIGURE  17  SPATIAL  VARIATION  OF  IONIZATION  MEASURED  DURING  THE  ELEVATION  SCAN  BETWEEN  0824:54  AND 
0833:48  UT  ON  25  FEBRUARY  1976 
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FIGURE  18 


2S  FEBRUARY  1976 
0816:02  TO  0824:49  UT 
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INVARIANT  LATITUDE  —  degrees 

LATITUDE  VARIATION  OF  CONDUCTIVITY,  ELECTRIC  FIELD,  AND  ELECTRIC 
CURRENT  MEASURED  DURING  THE  ELEVATION  SCAN  BETWEEN  0816:02  AND 
0824:49  UT  ON  25  FEBRUARY  1976 
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ELECTRON  DENSITY  —  10®  cm"® 


S3-2  SaLolliLe  Moasur fmont s 


KlL'cLron-dcnsitv  niuasuremciits  hy  the  yjjliericaJ  Langmuir  [jrobe 
on  Si-2  are  shown  in  Figure  19.  For  comparison,  we  also  show  the  (hiatanika 
radar  measurements  at  the  same  geomagnetic  latitudes  at  an  altitude  of 
2i(J  km.  I'he  differences  are  substantial  between  the  radar  and  Langmuir 
probe  measurements.  I'o  investigate  the  discrepancy  between  the  two 
nu'asurements ,  we  derived  the  electron  densltv  from  the  Si-2  ion-drlf t- 
meter  data  in  the  same  v,;av  as  for  revolution  lOil.  These  measurements 
are  also  shown  in  Figure  19.  Tliey  agree  well  wltli  the  radar  measurements, 
except  fur  a  displacement  in  latitude  of  approximately  1.5'^. 

The  source  of  tliis  displacement  was  sought  by  first  examining 
the  temporal  variations  in  tlie  auroral  ionization  (Figures  15  to  17). 

Little  variation  is  apparent,  indicating  that  motion  of  the  auroral  F- 
region  ionization  is  not  an  obvious  source  of  the  displacement. 

The  displacement  is  thought  to  be  a  real  spatial  variation, 
resulting  from  the  longitudinal  separation  between  the  satellite  trajec¬ 
tory  and  tile  Chatanika  meridian.  As  shown  in  Figure  14,  the  satellite 
passed  the  Chatanika  latitude  about  500  km  to  the  west,  or  about  0.9  hour 
earlier  in  MLT.  It  is  well  known  that  in  the  evening  sector,  the  equator- 
ward  auroral  boundary  occurs  at  lower  latitudes  at  later  local  times. 

For  example,  Cussenhoven  et  al.,  (1981)  found  that  at  2030  MLT  the  average 
equatorward  boundary  occurred  1.8^  further  south  than  at  1930  MLT.  Also, 
Akasofu  et  al.  (1972)  used  all-sky  camera  photographs  to  determine  that 
auroral  arcs  at  2000  MLT  are  aligned  with  a  tilt  of  about  1°  to  2°  per 
hour  of  MLT.  Therefore,  this  tilt  of  the  auroral  oval  in  local  time  is 
a  plausible  explanation  for  the  latitudinal  offset  between  the  radar  and 
satellite  measurements. 

The  S3-2  measurements  of  the  magnetic-field  perturbation  is  shown 
in  Figure  20.  The  east-west  component  shows  a  large  deflection  at  the 
66.4'^  latitude,  indicating  the  equatorward  boundary  of  a  downward  current 
sheet.  The  poleward  edge  of  this  downward  current  sheet  is  not  well 
defined.  it  either  ends  or  decreases  in  density  at  67.1°  N. 


25  FEBRUARY  1976 
REVOLUTION  1144 


FIGURE  19  LATITUDE  VARIATION  OF  ELECTRON  DENSITY  AT  AN  ALTITUDE  OF  230  km  ON  25  FEBRUARY  1976  AS 
MEASURED  BY  THE  CHATANIKA  RADAR  AND  THE  S3-2  LANGMUIR  PROBE  AND  ION  DRIFT  METER 


The  comparison  of  the  radar  and  satellite  measurements  of  both 
electric  field  and  current  are  shown  in  Figure  21.  The  two  sets  are 
generally  consistent,  assuming  that  the  satellite  measurements  are  dis¬ 
placed  by  about  1°  northward  in  latitude  because  of  the  local-time 
separation  of  the  measurements  discussed  above.  As  shown  in  Figure  21, 
Che  downward  current  equatorward  boundary  is  exactly  coincident  with  the 
abrupt  increase  in  Ep. 

C .  Interpretation  of  the  Measurements 

The  comparison  of  satellite  and  radar  measurements  during  Revolu¬ 
tions  1031  and  1144  indicates  a  general  consistency  between  the  two  sets 
of  observations.  The  ionization,  electric-field,  and  electric-current 
measurements  agree  well,  provided  allowance  is  made  for  temporal  and 
spatial  variations. 

The  principal  features  of  tlie  ionospheric  electrical  properties 
during  the  two  satellite  passes  are  summarized  in  Figure  22  and  23. 

These  figures  represent  a  synthesis  of  the  relationships  deduced  from 
the  radar  and  satellite  measurements.  The  main  features  of  interest 


are : 

(1)  Latitudinal  variations  in  K-region  ionization  and 
conduct  iv  it  .  art.  sinilar  in  botlt  passes.  However, 
tile  latitudinal  distribution  of  F-region  ionization 
differs  i  gn  i  I  i'.aiit  I  ■'  Jurin.g  tlie  two  jiasses. 
LaLitutiinaJ  i;it' t  i tin.-,  otU  iir  in  the  1-region  at  83-2 
aititutii  (  ’Oit  Le  i  Ji.i  km)  that  are  not  obviously 
related  to  tetip.iral  t.'hances  in  K-region  morphologv. 

(2)  Tlie  eiectrie  lit.'l(.l  was  directed  nort  liea.stward  in 
both  cases.  During  Kt.volution  1031,  the  electric 
field  penetrati-d  far  iijua torwar J  ot  the  diffuse 
aurora  and  had  little  variation  at  the  diffuse 
aurora  boundarv.  lu  contrast,  during  Revclution 
1144,  the  electric  field  was  negligiblv  small  in 
the  trough,  but  was  enhanced  at  the  equatorward 
diffuse  auroral  boundary  and  reduce<l  to  tlie  north. 

(1)  I'he  erpiatorward  edge  of  the  dc'wiiward  (Region  2) 

1  i  el  d-a  1  i  gni'd  current  was  located  near  the  equator- 
ward  diffu.se  auroral  !H)undary.  Tlie  latitudinal 
d  i  St  r  i  lint  ion  ol  l' i  e  1  d-a  1  i.gned  current  was  consistent 
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INVARIANT  LATITUDE  —  degree* 

COMPARISON  OF  THE  RADAR  AND  SATELLITE  MEASUREMENTS  OF  ELECTRIC 
FIELD,  NORTHWARD  CURRENT.  AND  EASTWARD  MAGNETIC  FIELD  PERTUR¬ 
BATION  ON  2S  FEBRUARY  1976 


ALTITUDE  —  km  J  —  A/km 


INVARIANT  LATITUDE  —  degrees 


FIGURE  22  SUMMARY  OF  THE  LATITUDINAL  VARIATION  OF  IONOSPHERIC  ELECTRICAL 
PROPERTIES  MEASURED  DURING  REVOLUTION  1031  ON  17  FEBRUARY  1976 
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mV/m 


mV/m  jh  —  10”^  A/m' 


wiLii  the  mua:iuri'ii  lat^  tuiliaiii  var  iai  n.. iu  Lae 
! II  > ava  I'd  aiiroraj  1 1 a- L  ru  j  u t .  Heeaiisa  :  .'e  iano- 
.s;!n.  r...  electfie  .'ieici  vas  priinarily  na!  t  iiuard  , 
l,a‘  I;.  ■  (  1  zoa !  ai  ejasint'  L'arrent  of  file  lield- 
'  i  i'ni.ai  eari  jnt  s'-’sCeni  was  primar  iJ  v  a  PedersL'ii 
euL'reiiL,  and  tiie  eastward  eieetrojet  wa.^  larger 
fiian  LiiL'  northward  eJ.  tie  t  ro  j  et . 

(4)  During  Revo.'.ution  iO'iJ,  the  location  ol  the  field- 
aligned  cur 'ent  boundaries  was  not  obviousl'.'  cor¬ 
related  v;/it  1  the  iatitudinaJ  distribution  of  the 
electric  firld  or  F-region  ionization.  however, 
ill  Revolution  1144,  tne  dt'wnward  field-aligned 
rrent  was  generally  coni  ined  to  tiie  rt  gion  of 
enlianced  electric  field.  This  region  .-t  enham asd 
electric  field  and  downward  f  ield-ul  i  viu ,  current 
was  located  between  the  etpiatorial  houiuiai  v  of  the 
diffuse  aurora  and  the  equatorial  houndari’  of  the 
enhanced  F-region  ionization. 

The  most  striking  diflerence  between  the  two  passes  is  the  IatitudinaJ 
distribution  of  the  ionospheric  electric  field.  Althougli  the  E-region 
ionization  and  conductivity  are  relatively  Indistinguishable  during  the 
two  passes,  in  one  case  (Revolution  1144)  the  electric  field  terminates 
abruptly  at  tlie  diffuse  auroral  boundary  and  in  the  other  case  (Revolution 
lOii)  the  electric  field  penetrates  into  the  trough.  The  source  of  this 
difference  is  presumably  related  to  different  magnetospher ic  conditions 
during  these  two  passes,  bcHiause  tlie  ionospheric  conditions  are  so  similar. 
To  verilv  this  presumption,  we  liave  examined  in  detail  the  geomagnetic 
activitv  during  tiiese  passes  as  indicators  of  possible  magnetospher i c 
til  ff  ereiices  . 

The  magnetograms  from  College,  Alaska  during  both  Si-2  passes  were 
fairlv  quiet,  with  onlv  sliglit  positive  bays  at  the  time  of  the  satellite 
passes.  Magnetograms  for  several  liigh-lat itude  stations  (Fiiuire  24)  are 
shown  on  a  common  scale  in  Figure  23  and  26.  both  davs  were  fairlv 
quiet,  altliough  high-latitude  magnetic  conditions  were  somewliat  more 
disturbed  on  17  Feliruary  (Revolution  1031)  than  on  25  Febrnar\'  (Revolu¬ 
tion  1144). 

AF,  K  ,  and  Dst  are  global  indices  til  getii’.umnct  ic  activif.  that  can 
P 

be  used  to  infer  the  degree  of  magnetospher  Je  il  i  s  t  u  r  lianccs  .  1  In'  time 


FIGURE  25  COMMON-SCALE  MAGNETOGRAMS  ON  16  AND  17  FEBRUARY  1976  FOR  THE  SEVEN  LOCATIONS  SHOWN 
IN  FIGURE  24 


FIGURE  26  COMMON-SCALE  MAGNETOGRAMS  ON  24  AND  25  FEBRUARY  1976  FOR  THE  SEVEN  LOCATIONS  SHOWN 
IN  FIGURE  24 


variation  in  these  parameters  during  February  1976  is  shown  in  Figures 
27  and  28  (Allen  et  al..  1977).  Moderate  intermittent  activity  was 
present  on  16  and  17  February,  and  most  of  it  occurred  following  a  period 
of  southward  interplanetary  magnetic  field,  on  the  afternoon  of 

16  February  (King,  1979).  The  pass  on  25  February  occurred  during  a 
period  of  exceptionally  quiet  conditions,  as  indicated  by  both  the 
and  Dst  values  for  the  previous  24  hours. 


In  summary,  both  passes  occurred  during  periods  of  relatively  low 
high-latitude  (magnetic)  activity.  The  only  major  difference  between 
the  two  passes  is  that  Revolution  1144  occurred  during  a  long  period  of 
exceptionally  quiet  and  Dst,  indicating  the  absence  of  a  substantial 
ring  current  or  magnetic  storm  activity.  A  period  of  several  hours  is 
required  for  the  development  of  an  Alfven  layer  that  can  shield  the 
penetration  of  the  magnetospheric-convection  electric  field  from  the 
auroral  zone  to  lover  latitudes.  The  abrupt  termination  of  the  iono¬ 
spheric  electric  field  and  field-aligned  current  at  the  equatorward 
diffuse  auroral  boundary  during  Revolution  1144  may  result  from  the 
development  of  strong  shielding  in  a  period  of  prolonged  quiet  conditions. 
The  unsettled  conditions  during  the  24  hours  prior  to  Revolution  1030  may 
explain  the  penetration  of  the  ionosplieric  electric  field  to  lower 
latitudes  during  that  pass. 
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ORBIT  1031 
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FIGURE  27  VARIATION  OF  THE  INTERPLANETARY  MAGNETIC  FIELD  (B^)  AND  THREE 
GEOMAGNETIC  INDICES  (AE,  K„,  Dst)  ON  16  AND  17  FEBRUARY  1976 


ORBIT  1144 


0  4  8  12  16  20  0  4  8 


1-^ - 24  FEBRUARY - 25  FEBRUARY-— I 

FIGURE  28  VARIATION  OF  THE  INTERPLANETARY  MAGNETIC  FIELD  (B^)  AND  THREE 
GEOMAGNETIC  INDICES  <AE,  Dst?  ON  24  AND  25  FEBRUARY  1976 


Ill  COORDINATED  EXPERIMENTS  DURING  1978 


The  two  S3-2  passes  described  in  the  previous  section  were  the  only 
useful  passes  found  in  the  Chatanika/S3-2  data  sets  from  1976-1977. 

From  January  to  March,  1978  Chatanika  operations  were  coordinated  with 
intensive  S3-2  operations  prior  to  the  satellite  reentry.  As  a  result 
of  the  joint  efforts  of  SRI  and  AFGL  scientists,  a  large  data  set  of 
simultaneous  measurements  was  obtained.  Since  that  time,  much  effort 
has  been  made  to  identify  the  best  coordinated  passes  from  January  to 
March,  1978.  Those  passes  are  listed  in  Table  2,  along  with  a  qualitative 
designation  of  the  scientific  interest  of  the  data.  Also  indicated  in 
Table  2  are  auroral  conditions  and  other  satellites  passing  over  Alaska 
near  the  time  of  the  S3-2  overpass. 

Most  of  the  Chatanika  data  for  the  passes,  listed  in  Table  2,  have 
been  analyzed.  Reduced  Chatanika  radar  measurements  of  ionization, 
conductivity,  electric  fields,  and  currents  for  all  of  the  high  and 
medium  priority  passes  have  been  sent  to  AFGL. 

The  S3-2  data  from  the  passes  listed  in  Table  2  were  not  processed 
at  AFGL  until  after  the  completion  of  technical  effort  on  this  contract. 
For  that  reason,  it  was  not  possible  to  make  a  comparative  analysis  of 
those  data  and  the  Chatanika  radar  measurements. 

To  Illustrate  the  diversity  of  auroral  phenomena  present  in  the 

1978  data,  we  show  two  examples  of  radar  measurements.  The  first 

example  is  from  Revolution  11478  on  6  February  1978.  As  shown  in 

Figure  29,  a  pair  of  auroral  arcs  is  present  just  north  of  Chatanika 

(65.2°  to  66°).  The  northernmost  arc  is  more  intense,  with  an  E-region 
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maximum  density  of  about  3  x  10  cm  .  The  diffuse  aurora  extends  from 
about  63.6°  to  65°  latitude.  North  of  the  intense  arc  is  an  absence  of 
E-region  ionization.  The  electric  field  measurements  during  this  scan 
showed  that  the  diffuse  aurora  was  associated  with  a  generally  northward 
electric  field  of  about  20  mV/m  and  an  eastward  electrojet.  The  electric 


Table  2 


S3-2/CHATAN1KA  COORDINATIONS  DURING  1978 


Priority 

Date 

(1978) 

T  ime 
(UT) 

Orbit 

Auroral  Conditions 

A: 

Other  Satellites 
(Time,  UT) 

medium 

25  Jan 

1032 

11296 

Diffuse  aurora  overhead 

WB  (1000) 

medium 

31  Jan 

1000 

11387 

Dim  arc  in  south,  post- 

WB  (1029) 

substortn 

high 

3  Feb 

1020 

11432 

Bright  arc  in  north 

WB  (1044) 

medium 

4  Feb 

1000 

11447 

Arcs  in  north 

WB  (0939) 

high 

5  Feb 

2020 

11469 

Overhead  arc 

WB  (2039) 

high 

6  Feb 

1045 

11478 

Double  arc 

WB  (1058) 

high 

7  Feb 

1020 

11494 

Trough  (hard  preciplta- 

WB  (0954);  TRIAD  (1003) 

tion) 

low 

8  Feb 

1000 

11509 

Diffuse  aurora 

WB  (1034) 

high 

9  Feb 

0930 

11524 

Bright  arc  in  north 

WB  (0929);  TRIAD  (1042) 

high 

10  Feb 

1035 

11540 

Multiple  arcs;  pillar 

WB  (1008);  TRIAD  (1017) 

low 

11  Feb 

1010 

11555 

Dim  arc 

high 

1  Mar 

1016 

11830 

Pulsating  aurora 

WB  (1031) 

high 

1  Mar 

2059 

11837 

Daytime,  active 

WB  (2051) 

high 

2  Mar 

1113 

11846 

Active  aurora 

WB  (1111) 

high 

3  Mar 

1209 

11862B 

Pulsating  aurora 

WB  (1151);  AE-C  (1311) 

low 

4  Mar 

1132 

11877B 

Very  quiet 

AE-C  (1218) 

medium 

5  Mar 

1054 

11892 

Bright  arcs 

WB  (1126) 

high 

6  Mar 

1148 

11908 

Dynamic  aurora 

AE-C  (1150) 

medium 

9  Mar 

1122 

11954B 

Bright  aurora 

AE-C  (1132  ?) 

* 

WB  =  Wideband;  AE-C  “  Atmosphere  Explorer  C 
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field  was  reduced  within  the  auroral  arc.  The  temporal  variation  of 
ionospheric  electrical  conductivity  during  a  four-hour  period  around  the 
S3-2  overpass  is  shown  in  Figure  30.  The  equatorward  edge  of  the  diffuse 
aurora  is  evident  about  25  to  50  km  south  of  Chatanika.  The  bright  arc 
is  discernable  as  the  narrow  region  of  enhanced  conductivity  approximately 
100  km  north  of  Chatanika. 

The  second  example  is  from  Revolution  11A94  on  7  February  1978.  In 

contrast  to  all  other  data  shown  in  this  report,  the  diffuse  aurora 

was  not  present  in  the  radar  field  of  view.  As  shown  in  Figure  31  the 

only  E-region  ionization  conspicuous  during  the  elevation  scan  is  a 

narrow  patch  overhead  at  Chatanika.  The  maximum  E-region  electron  den- 

A  -3 

sity  is  about  A  x  10  cm  at  an  altitude  of  95  km.  This  is  less  intense 
than  in  the  diffuse  aurora,  but  more  importantly,  it  occurs  about  25  km 
lower  in  altitude.  Our  preliminary  interpretation  is  that  this  is  an 
example  of  a  detached  arc  equatorward  of  the  diffuse  aurora.  Such 
phenomena  have  been  identified  previously  in  ISIS  satellite  images 
(Moshupi  et  al.,  1979;  Wallis  et  al. ,  1979)  and  are  thought  produced  by 
energetic  electron  precipitation  from  drifting  plasma  remnants  of  prior 
substorm  injections.  The  electric  field  and  currents  associated  with 
such  detached  arcs  have  not  yet  been  measured. 


FIGURE  30  LATITUDINAL  VARIATION  OF  HEIGHT-INTEGRATED  PEDERSEN  CONDUCTIVITY  MEASURED  DURING  22 
ELEVATION  SCANS  BETWEEN  0840  AND  1300  UT  ON  6  FEBRUARY  1978 


IV  CONCLUDING  REMARKS 


In  this  report,  we  have  compared  simultaneous  measurements  of 
ionospheric  electrical  properties  by  the  Chatanika  radar  and  the  S3-2 
satellite.  The  general  consistency  between  the  two  data  sets  shows  that 
such  coordinated  radar/satellite  measurements  can  be  used  to  infer  the 
distribution  of  ionization,  conductivity,  electric  fields,  and  electric 
currents  in  the  high-latitude  ionosphere.  Although  only  two  passes  from 
1976  were  available  for  this  study,  ionospheric  conditions  during  the 
passes  differed  sufficiently  so  that  identification  of  the  magnetospherlc 
Influence  on  the  high-latitude  electric-field  configuration  was  possible. 

The  data  in  this  report  show  the  spatial  variation  of  ionospheric 
electrodynamics  in  the  diffuse  aurora.  When  the  S3-2  spacecraft  data 
from  1978  become  available,  interpretation  of  the  ionospheric  phenomena 
during  a  wide  variety  of  auroral  conditions  will  be  possible  by  combining 
the  radar  and  satellite  measurements. 
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